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McNally, secretary to Tom Latimer, Staff Director, House Permanent 
Select Committee on Intelligence, who asked if DDCI-designee Frank Carlucci 
could meet with Representative Edward Boland (D. , Mass. ), Chairman of 
the Committee, on 24 January at 8:30 a. m. and Ranking Minority Member, 
Bob Wilson (R. , Calif. ) at 9:30 a. m. After checking, I confirmed these 
appointments. The meeting with Chairman Boland will be in the Committee 
offices, and the meeting with Wilson in Wilson's personal office. 

13. LIAISON Called Audrey Hatry, Clerk, 

Senate Select Committee on Intelligence staff, and obtained the Committee 
hearing schedule for next week. Two hearings are scheduled: 24 January 
on electronic surveillance, and 27 January for confirmation hearings for 
DDCI-designee Frank Carlucci. 

LIAISON Received a call from Chris Lay, 
Legislative Assistant to Representative Steven Symms (R. , Idaho). Lay 
said he had read in the newspaper of an Agency study on Soviet defense 
expenditures. Lay asked for a copy and I agreed to send him one. 
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31. A DMINISTRATIV E - DELIVERIES 

Sent via courier per the request of OLC, the Report on 

Budget Execution for the CIA Retirement and Disability Fund for 
December 31, 1977 to Chairman George H. Mahon, House Appropriations 
Committee. Y.^?^ 

32.1 [ADMINISTRATIVE - DELIVERIES 
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SenftMa courier to Peter Me Gough, of GAO, two copies of the new 
'^Executive Order 12036, dated January 26, 1978. 

33. LIAISON Per his request, sent to James J. 

Gehrig, on the staff of the Senate Committee on Commerce, Science and 
- Transportation, a copy of an unclassified Agency publication entitled 

"A Dollar Cost Comparison of Soviet and US Defense Activities, 1967-77. tr ; 


25X1 34. | LIAISON Per Dorothy Fosdick's, on the 

staff of the Permanent Subcommittee on Inv estigations. Sen ate Committee 

25X1 on Governmental Affairs, conversation with of our office, 

sent by courier to Ms. Fosdick several Chinese bios she had requested on 
Friday. 
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35. LIAISON Sent via mail to Gerald Decker, 
Senate Foreign Relations Foreign Assistance Subcommittee, a copy of 
the National Basic Intelligence Factbook, per his request of yesterday. 

36. LIAISON Received a call from Don Waunch, 
in the office of Representative Jim Lloyd (D. , Calif. ), who requested a copy 
of "A Dollar Cost Comparison of Soviet and U. S. Defense Activities, 1967-77. " 
A copy was forwarded this date. 
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